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Cover Illustration- 


An anonymous portrait of King Richard II depicted as a fully mature man with 
a small forked beard that was painted in a linseed medium on a panel in the 
nave of Westminster Abbey, London. 



Concert Overture King Richard II 

by Clive Strutt 


Duration: 6' 00" 

Orchestration: 

2 flutes (2nd doubling piccolo), 2 oboes, clarinet in B flat, bass clarinet in B flat, 

2 bassoons! 2 French horns in F, 2 trumpets in C; 2 percussion, celesta; strings. 

Composer’s Note: 

This concert overture, dating from 1973, is based on a string quartet originally 
written in 1962. The main inspiration for the title is Shakespears’s John of 
Gaunt’s speech in the play King Richard II. 
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